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CONFIDENTIAL TOKYO 12805 
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TAGS: ASEC 

SUBJ: REQUEST FOR RTC ASSISTANCE 

REF: ROCHE/VEA TELECONS OF 9/1 1/75 AND HONG KONG 10625 

1. POST APPRECIATES RTC'S PROMPTRESPONSE TO OUR REQUEST 
FOR ASSISTANCE. FOLLOWING ARE PROJECTS WE WOULD LIKE 
COMPLETED ON PRIORITY BASIS: 

A) TOKYO - INSTALL CCTV WITH ALL WEATHER HOUSING, 

PAN/TILT AND ZOOM LENS AT REAR OF TOB TO COVER REAR 
VULNERABLE PERIMETER. ALSO REQUEST INSTALLATION FENSE ALARM 
FOR THIS AREA. POSSIBLY HACKL CAN DO ALARM SURVEY AND BEAUDOIN 
CAN INSTALL DURING SCHEDULED LATE SEPTEMBER VISIT TO 

JAPAN. INSTALL CCTV AT REAR OF ANNEX LOBBY TO COVER ENTIRE 
LOBBY AREA. THIS SYSTEM SHOULD BE FIXED POSITION WITH ZOOM 
CAPABILITY ONLY. MONITOR WOULD BE IN RSO S OFFICE. PRESENT 
CCTV IN ANNEX LOBBY SHOULD BE LEFT IN PLACE SO THAT 
MARINE CAN MONITOR SIDE ENTRANCE USED FOR AFTER HOURS ACCESS. 
WITH PLANNED RENOVATIONS IN ANNEX LOBBY, SYSTEM PRESENTLY 
USED IN DAYTIME BY RSO AND AFTER HOURS BY MARINE WILL NOT BE 
ADEQUATE. PROVIDE EQUIPMENT, EATON LOCKS, FOR MISSION 
BUILDINGS THAT ARE NOT COVERED BY MARINE GUARDS SO THAT 
OFFICES CAN BE LOCKED QUICKLY IN CASE OF EMERGENCY. RE- 
QUIRE SIX EATON LOCKS FOR TOKYO. ASSIST WITH INSTALLATION 
OF EATON LOCK ON FRONT ENTRANCE TO TOB. PROVIDE ELECTRIC 
RELEASE LOCK FOR PLANNED NEW CONTROL DOOR FOR ANNEX. THIS 
LOCK SHOULD PROVIDE MAXIMUM POSSIBLE PROTECTION 
AGAINST FORCED ENTRY. 
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B) FUKUOKA - COMPLETE INSTALLATION OF SECURITY 
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EQUIPMENT IN LOBBY DESK. RSO CONCURS WITH BEAUDOIN VISIT 
IN LATE SEPTEMBER TO INSTALL PROGRAMMED FENCE ALARM. AT 
FUKUOKA AMERICAN CENTER INSTALL CONTACT ALARMS ON TWO 
GROUND FLOOR EMERGENCY ESCAPE DOORS SO THAT LOCAL GUARD 
STATIONED AT MAIN ENTRANCE CAN MONITOR ACCESS. INSTALL 
BUILDING WARNING ALARM WITH ACTIVATION BUTTONS AT GUARD S 
DESK. IN OFFICE AREA AND POSSIBLY IN INFOMAT AREA. 

CENTER DIRECTOR WILL ADVISE TSO BEST LOCATIONS FOR 
ACTIVATION BUTTONS. USIS TOKYO AGREES TO FUNDS ANY 
NEEDED EQUIPMENT PURCHASES FOR THIS BUILDING ALARM PROJECT. 
INSTALL EATON LOCK ON FRONT ENTRANCE CONTROLLED BY GUARD 
SO THAT GUARD CAN LOCK BUILDING QUICKLY IN EMERGENCY. 

C) KYOTO AMERICAN CENTER - INSTALL CONTACK ALARMS 

ON FOUR EMERGENCY ESCAPE DOORS WITH MONITOR AT LOCAL 
CONTRACT GUARD DESK. INSTALL BUILDING ALARM SIMILAR TO 
ONE RECOMMENDED FOR FUKUOKA AMERICAN CENTER. USIS TOKYO 
WILL FUND BUILDING ALARM EQUIPMENT. INSTALL EATON LOCK ON 
FRONT DOOR WITH CONTROL AT GUARD DESK. INSTALL NEW LOCKS 
ON USIS CENTER DIRECTOR'S RESIDENCE. FYI, DIRECTOR LIVES 
IN AMERICAN CENTER BUILDING. 

D) IN ADDITION TO EQUIPMENT THAT WILL BE NEEDED TO 
ACCOMPLISH THE ABOVE, WE REQUEST 12 YALE 80 LOCKS WITH 
CYLINDERS, 12 DOOR PEEP DEVICES. FYI, NO CABLE OR 

PAN/TILT MECHANISM WAS SENT WITH TWO CCTV SYSTEMS THAT ARE 
BEING HELD HERE. 

E) PLEASE ADVISE HACKL'S ETA. CORRICK WILL MEET. 

CORRICK AVAILABLE TO ACCOMPANY HACKL TO KYOTO AND FUKUOKA. 
HODGSON 
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